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[57] ABSTRACT 

An apparatus and method for automatically stripping 
sheet material from a bobbin, meas u ri ng characteristics 
of the material and labelling the bobbin. The apparatus 
inclu de s a delammator pick-up device for securing a 
lamin at ion layer of the material and picking-up the 
seemed portion from the bobbin. A threading device 
threads die secured portion and contiguous portions of 
the material through a me asu rement device. The 
threaded material is engaged by an engaging device and 
passed through the measurement device. The measure¬ 
ment device measures characteristics of the materiaL 
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